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tighter than was advisable. It then passed through a drop in
temperature of 150 degrees, so not unnaturally it seized. The
observer was unable to rotate the camera to allow for the drift,
even by exerting physical efforts which completely winded him.

"He had refrained from further exerting his lungs, now full of
oxygen, fearing that the added strength imparted to his hands
and arms might tear the camera loose from the machine, so he
desisted and hoped for die best. When the film was developed
we found no serious loss had been sustained. We had not made
allowance for the very considerable drift, but on the other hand,
die overlap was so great that it more than compensated for any
shortcomings in the amount of ground covered.

"On both flights we had been fortunate with our oblique
photographs. The first venture of April 3rd produced thirty-
five, the majority from the excellent P. 14 on the 5 ins. by 4 ins.
size, and the balance from die pistol camera. On the second flight
we secured as many as fifty, practically all of good quality. It
was, however, the verticals on the second flight which disclosed
* to our anxious gaze the mysterious heart-shaped black patch,
high up on the frozen white flanks of the great range, which is
doubtless a hot lake, and one no man had ever gazed upon
before."
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